Laboratory Information Management System Task Force 


Objective: 

Provide recommendations for an electronic data management 
system that is adequate to support good automated laboratory 
practices for a pilot laboratory in R&D and capable of expanded 
use within the research directorate. 

Included should be solutions for; 

1. Sample tracking. 

2. Transferring data from analytical instrumentation to the 
database. 

3. Centralized system for electronically storing, reporting and 
retrieving data. 

4. Capturing all records pertaining to the testing process 
including qualitative and textual results. 


Deliverables: 

1. Document describing the functional requirements of LIMS in 

the pilot laboratory and the larger Research Directorate. 

2. A completion report containing: 

• Recommendation as to how expanded use within R&D 
could be achieved. 

• A comparison of solutions, contrasting their capabilities 
with the functional requirements and existing capabilities 
within R&D. 

• Recommendation for a LIMS implementation in the pilot 
laboratory. 

3. Recommendations for the budget. 1 
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Timeline: Complete deliverables by October 31, 1997 
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